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AT&TCo Standard 
( 1LA AND 1LB TIMER 


WIRING DIAGRAM 


1. GENERAL 


! 1.01 This section shows the wiring of the 1LA and 1LB timer. 
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Figure 1 - 1LA and 1LB Timer 
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